
3. Inquiries concerning this innovation may be di- 
rected to: 

Technology Utilization Officer 
Ames Research Center 
Moffett Field, California, 94035 
Reference: B65- 10203 


Patent status: NASA encourages commercial use 
of this innovation. No patent action is contemplated. 

Source: Thomas B. Fryer and 
Gordon J. Deboo 
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